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Xeatwn oi His Cubioet Cnre Him to 
Accept Americtn tSoTervlgoiy. 



CONFERENCE IN HIS NATIVE TONGUE 



Former AMoclntci ToM Illm H\*. 
CsUM iBHopeleMitnd K renin intiud- 
tllMt H* Mould Dm UU luflu. 
•ao* to Kitabllkli Pomm. 



Mannia. March 29.— Agulnalrlo ( on- 
f'^rr<(i ill fli,. TiiKaloK' lanf,'iia>,'i' ut Ma- 
latanan iia^H c with several former 
members of his cabinet and other 
prominent FiUpinos whom he had as k- 
ed to see. They explained to him th;« 
hopelessness of the Filipino cause and 
advised him to use his influence to es- 
tablish peace and for the recbcnition 
of American aovereicnty. The result 
of the conferences Is yet unknown. 

ARuinaldo is now detained in a com- 
fortable room in a wins of the Mala- 
canan palace, lie is in charge of Cap- 
tain Benjamin H. Randolph and Lieu- 
tenant Gilbert A. Youngberg, of Bat- 
tery O, Tliird artill<r.v. Wlien AkiiI- 
naldo was captured, lie wore a plain 
dark blue suit, with the coat closely 
buttoned at the throat and a wide, 
white helmet with a leather band, llo 
takes his eapttire philosophically. He 
ia generally cheerful, but sometimes 
moody. His health during the past 
year has been very good. It is uncer- 
tain what attitude he will now assume. 

Certain visitors are permitted to see 
Agulnaldo. l)ut newspaper interviews 
with the prisoner are not allowed. 
Since Afuinaldo has been domiciled 
at the palace, persons not provided 
witb ipecial permits have been denied 
admission to the grounds. 

General Triaz, the cDniniantler of 
the Filipino forces in Southern Luzon, 
who recently surrendered to the Amer- 
ican authorities, visited Agulnatdo and 
told the latter why he surrendered. 
Triaz said a continuance ef armed (ip- 
position to the United States was un- 
Jttstiflable and ruinous, that the inde- 
pendence of the Philippines was im- 
possible and the Filipinos bad better 
accept liberty, prosperity and progress 
vnder American rule. 

The capture of Aguinaldo. following 
the surrender of Oeneral Trias will 
probably occasion the surrender of tht 
Filipino leader Malavver in Batangas 
provln??, Luzon; Bellarmino in Albay 
province, Luzon; and I.,ucban In the 
Island of Samar. within a month. 

Many people visited the residence of 
General and Mrs. Fiinston on the CaUc 
Real, In the suburb of Krmlta. The 
geneal modestly declined to talk. Mrs. 
Funston was evidently the happiest 
woman tn the Philippine islands. 

(}eneral Ftinston has been recom- 
mended for the highest practicable r-^- 
ward. It is believed here that he will 
receive an appointment as brigadier 
general in the regular army. 

The first execution in Manilla und 'r 
America^ rule tooU nhu e at Fcii t .Ma 
late. Here five nati\. s w. re hanged 
for the murder of Archibald Wilson. 
BB Bnglishman. superintendent of thi' 
water works. The motive for the mur- 
der was robbery. 

At San Vincente, South llocos pro- 
vince. 12.000 Filipinos have taken the 
oath of allegiance to the United States. 

More Filipinos Surrender. 
Washington, March 29.— An import 
ant dispatch was received at the vr». 
department from General MacArthiir. 
It chronicles the surrender of a con- 
siderable additional number of Fili- 
plsoi and military arms and it is said 
the surrender marks the complete 
stamping out of the war in the island 
of Mindanao. The dispatch is as fol- 
lows: "Manilla. March 29.— Brigadier 
General William A. Kobbe reporU sur- 
ender at Sumulao. Mindanao, of nine 
ofBcers, 160 nu n, 187 rifles, 80 shot- 
guns, Capistrano's command. This 
ends the trouble in Mindanao as far as 
the FtUplnoi are concerned. Brigadier 
Oeheral Robert P. Hnghea reports that 
Allkpall and Ruiz, 34 guns, snrrendi r 
ed to Captain David G. Shanks, Eigh 
toenth Infantry, at Mamburac. and 206 
guna of Fulton's command were sur- 
endered to Ltoutenant Colonel William 
■. leott. Forty-fourth infantry." 

Educated Plllpinea Wanted. 

Washington, March W.— The dvll 
service commission has decided to re- 
quest the Philippine civil service board 
•t Manilla to hold regular clasBlfied 
service examlaatloiu to secure about 
16 well educated Philippine men be- 
tween the ages of 18 and SS for service 
as aides In the coast and geodetic sur- 
▼ty, which plans to press its work in 
the archipelago, beginning aoout June 
1. One of Its olBclals is already at Ma- 
nilla. The prospective Filipino ap- 
pointees will receive |720 a year sal- 
ary to begin with and must have quol 
lllcations that include the higher 
matheraatica, aatronomy. physlM. iur- 
veyins, geography Mid two modem 
languages. 



lIAH0Hfi8TEI*8 BMBA mgaMCTTS. 

Papa SioiMemaa May Belp Hlai Omu 

Hill Ktirht Portia** »alt. 

London, Mar( h 20.— The Duke of 
Manchester appeared in the bank- 
ruptcy court for public examination, 
but the case waa again adjourned to 
May 10. It was represented that Mr. 
Zimmerman, the duke's father in-law, 
had just arrived in England and was 
investigating the duke's affairs, there 
fore it would be for the benefit of the 
creditors to adjourn the case until the 
lnvesti>.:nti(in was completed. This is 
taken as an indication that .Mr. Zim- 
merman prdjiosi s to extricate his son- 
in-law from his embarrassments. 

Miss Porthia Knight's statement of 
her claim in the breach of promise ac- 
tion brought by her against the dulce 
is appi'daililnic completion. It is un- 
derstood that heavy damages will be 
demanded. The Duke of Manchester 
has entered an appearance in the ac- 
tion, so he evidently intends to light It. 

Ohio Incorporations. 
Columbus, O.. March 29.— Lincoln 
Council No. 59, Daughters of America, 

Cincinnati; Haskell Golf Hall com 
pany, Akron. $10,000; Belmont Realty 
company, Cleveland, $25,000; Cincin- 
nati and Eastern Electric Railway 
company, Cincinnati, increase from 
$10,000 to r.00,000; Pahl Mlllikan Gro- 
cery company, Washington C. H., in- 
crease from $160,000 to $200,000; Re- 
view Publishing company, Lockland, 
Increase from 92.600 to 96,000; Union 
Telephone company. Athens, increase 
from $10,000 to $,")0,000; Buckeye 
.Mat! h ' nmpany, Springfield, $10,000; 
Price Implement company, Zanesville, 
926,000. 

C> B. A Q. Consolidated. 
Boston, March 2.— It is claimed that 
the proposed consolidation of the Chi- 
cago, Burlington and Quincey railroad 
with the Great Northern and Northern 
Pacific roads has readied a final stage 
The long delayed plan, It is said, is 
ready for submission to the Chicago. 
Burlington and Quincey stockholders. 
The secret conference of President J. 
J. Hill of th<! Great XoVthern, James 
E. Perkins, chairman of the Burlington 
board of directors and ex-SenatOr Wol- 
cott of Colorado at the Victoria hotel 
In this city Is believed to have settled 
the question. 

For Publishers and Printers. 

Albany, N. Y.. March 29 — State Com- 
missioner of Labor McMeekin has Is- 
sued his quarterly labor bulletin. 
Among other things the report says 
negotiations are in progress toward a 
compact between the American news- 
paper piiblislH>rs' association and the 
International Typographical union 
which. If adopted, will establish the 
peaceful method of arbitration in place 
of strikes or lockouts tn the large part 
of the printing Industry controlled by 
the publishers' association. 

Gold Seekers Massaered. 

Phoenix A. T.. March 29.— It Is re- 
ported that a party of gold seekers 
was massacred by Cerls Indians on the 
Island of Tiburon. In the Gulf of Call- 
nla. Two weeks ago. six Mexican 
prospectors left Tepopa, on the west 
coast of Mexico, in a small boat and 
w«^nt to Tiburon Island in search of 
gold. Pedro Farqulla, one of the party, 
has reached the mainland in a smsll 
boat and reported a fierce fight with 
the Indians. He escaped and believes 
his companions were killed. 

Penny Postage Seeks. 

Washington, March 29. — Reports re- 
ceived by Third Assistant Postmaster 
General Madden show that the books 
of cent postage stamps issued by the 
govemmoit are averaging a sale of 
18,600 books a day throughout the 
United States. The fraction of a cent 
which the government earns on the 
sale of ea( h book yielded a net profit 
of 933.672 in the 11 months during 
which they hare been on sale at all 
pottoflloes. 

Pittsburg Coal Dealer Falls. 

Pittsburg, March 29.— James Wil- 
liams, individually and as a member 
of the Grand Lake Coal company of this 
city, has filed a petition in bankruptcy. 
Liabilities $17r,.3r,S 27, assets 9246r Of 
the total liabilities $104,775.56 is 
scheduled as unsecured claims and 
970,593.71 and notes and bills which 
ought to be paid by others. 

New War Lord of Netherlands. 

The Hague. March 29.— Ueutenant 
General Kool has been appointed min- 
ister of war to succeed Lieutenant 
General Eland, whose resignation was 
announced March 16 In consequence of 
an antgonlstic vote in the chamber. 
Naval Appointments. 

Washington. March 29.— The presi- 
dent appointed Bdwln M. Shlpard, to 
be a rear admiral; Kossuth Nllea. to 
be a commander; Richard M. Hughes, 
to be a lieutenant commander; also 
soVeral minor naval appointment*. 

Utrecht, March 29 — Those who are 
near to President Kruger declare nothr 
Ing is known by his intimates of bis 
inUntloB to visit ths Ualtsd itat«fc 



LIKE HUfflPmUMPTy 

fang Vu Had a (iivai Fail lini Uus.'^in 
Will Hot Him Cp Aj^iD. 



EXPECTS AGREEMENT TO BE SIGNED. 



Chinese Minister at St. Petersbarg, 
Who Is Old and Pn% Took » 
Slide on m Waned Kloer 
But It Avail Mot. 



at. Petersburg. March 19. — It Is 

probable that the Russo-Chinese treaty 
regarding Manchuria will not be sign- 
ed before Monday or Tuesday at the 
earliest The delay is due to the dlla- 
torlness of the Chinese government or 
to the natural dilllculties of communi 
cation between the Chinese court, I'e 
king and St. I'eterslnnt'. It is not ]«■ 
lieved that the Indisposition of Yang 
Yu, the Chinese minister at 8t. Peters- 
burg, will prevent him from going to 
the foreign office when Invited to do po. 

.Monday when the world ex;i('cti d 
the liussoCliinese convention as to 
Manchuria would be signed, the Rus- 
sian foreign office received word thnt 
the Chinese minister In St. Petersburg. 
Yang Yu, had fallen ac.d been seriously 
injured. This news was reci'ived at 
the time with a grain of salt, but the 
United Staijs embassy now states that 
Yang Yu not only slipped on a wax 
floor, bruising his elbow and b b'lt 
hurt his head and was consequently 
confined to his bedroom. Yang Yu Is 
over 60 and fleshy. He has recently 
displayed great anxiety and has hesi- 
tated to sign the convention. 

What Russia Wants. 
Washington, March 29.— It Is stated 
on excellent authority that the Man- 
churlan convention has from the first 
been regarded simply as a modus Vi- 
vendi. The chief purpose of the mo 
dus, it Is explained, would be to pro- 
vide for the evacuation of Manchuria 
by the Russian troops, as their pres- 
ence there is a part of the abnormal 
condition brought about by the disturb- 
ances. But with these .forces with- 
drawn Russia expects that assurances 
will be given that quiet will be main 
talned and that the formal normal con- 
dition would be in fact reston d. When 
the old state of things is thus restored 
It is the Russian view that the modi;s 
Vivendi will cease to operate, as its 
purpose will have been secured of cor- 
recting the abnormal conditions 
brought about b\- the Chinese out- 
break and the despatch of a large Rus- 
sian force to different points In the 
province. It Is said that the Integrity 
of China will be complefely preserved 
and that nothing In the nature of a 
Russian protector or suzerainty will 
exist Neither the Russian ambassa- 
dor nor the Chinese minister has re- 
ceived any word as to the final action 
on the convention. 



Japan Shows Her Spunk. 
Tokyo, March 29. — The newspapers 

h'Te say It Is proposed to relieve the 
Japanese troops in the Cliinese p.o- 
vince of Fe-Che-Li by a foK e .',0 p. r 
cent stronger. Although May is the 
unusual month In which the move at 
Seoul takes place, the relief of the 
troops there will take place immedi- 
ately. Three officers of the headquai t- 
ers staff will also proceed to Corea. 
These movements with unusual activ- 
ity at the arsenals, is taken to point to 
the adoption of a strong policy. ■ 

British Reinforcements For Tien Tsln. 

Shanghai, March 29. — A regiment <>t 
Sikhs, with eight machine guns and 
some field guns, has been ordered to 
Tien Tsin to strengthen the guards 
along the Shan ilai-Kuan and Peking 
railroad. The Chinese officios of the 
province of Che-Klang, without pres 
sure from foreigners, have indemnified 
the native converts within their juris- 
diction for losses sustained ss s result 
of anti-Christian riots. 



Sultan Fears Assassination. 

Constantinople, .March 119.— Owing 
to apprehensions of attempts by an- 
archists upon the life of the sultan, 
his majesty intends to completely ex- 
clude tourists from the precincts of 
the Ylldlz Kiosk. .\s a step in this d' 
rection he has ordered the demolition 
of the pavilion erected at the grand 
gate of the palace grounds for the ac- 
commodation of tourists hitherto per- 
mitted to attend the Selamik. 



Hawaiian Chinese May-tand. 

San Francisco. March 29.— Collector 
of Port Stratton has received an opin- 
ion from Attorney Oeneral Griggs 
definitely estcblishing the right of Chi- 
nese persons who were citlieas of the 
Hawaiian Islands prior to Aug. It. 189h. 

by birth or naturalization, tO enter the 
United States. It was clearly the in- 
tent of congress, the attorney general 
thinks, to throw the cloak of adoption 
ovar all who were Hawaiian citliens 
at the dat a mentioned In the treaty. 

Nose 'dieed Proved Fatal. 

Springfield, O.. March 29.— Miss Ida 
BoWmaS died of nose bleed. 



OABINEr MERTiNQ. 

rapture of Agulimldu Hnd Keward for 
Ku«tou Considered. 

Washington, March 29.— The cabinet 
meeting was devoted almost entirely 

to discussing the < apturc of ,\guinaldo. 
its effect on the military situation in 
the Philippines, the disposition to be 
made of the Filipino chief and the re- 
ward to be given General Funston. 
The subject was considen d in all its 
phases, but no definite conclusions 
were reached either with regard to 
Oeneral Funston's reward or to the 
llsposltlon of Agulnaldo. 

The presiib nt and members of fh ' 
:abinet are in favor of the niost liber- 
*1 and substantial recognition of the 
4(>rvice performed by Oeneral Funston. 
There was some disetisslon of the 
que;;tion of niakitig hiui a hri'j;adlcr 
gen(>ral in regular army but it was 
thought full reports should be awaited 
before action was taken. The matter 
probably will be allowed to rest where 
it is for the present. General Funston 
is holding a vcdunteer commission as 
brigadier general whic h will not e\ 
pi re until June 30 of this year so that 
Fu far as honor and emoluments are 
concerned, his standing will not be 
prejudiced by the delay. 

The disposition to be made of Agni 
tialdo was a matter that could not be 
disposed of BO definitely. Whatever 
action Is taken in regard to him will 
originate with the army ofllclals In the 
Philippines an<l be passed on finaHy 
here. There is no disposition to deal 
harshly with the man who has led tie 
Filipinos against the forces of this 
country. Some of the cabinet officers 
think it Is possible he may be used 
with good effect by the authorities of 
the Philippine commission in tli.' es- 
tablishment of a civil government. 
Oeneral MacArttaur's dispatch suggest- 
ing that Agulnaldo might Issue an nd- 
dress, advising the natives to accept 
the situation was pointed to as in- 
dicating possibilities along this line. 
On the other hand, if his infiuence can- 
not be utilized safely, he undoubtedly 
will be sent to some place where he 
can foment no trouble, perhaps Guam. 

The president and his cabinet Ix 
lieve that the capture of Agulnaldo 
will mean much In the crushing of the 
war. Indeed, they are inclined to be 
lieve vuw that it mi aus the utter col- 
lapse- of (jpposition to the authority of 
the I'niti (1 States. 



Want Funston In Regular Army. 
Washington, .March :'9.— The Kansas 
congressional delegation has decid, d 
to urge the president to appoint Gen- 
eral Funston a brigadier general in the 
regular army as a reward for the cap 
tare of Aguinaldo. Senator Hi. ton and 
Representatives Long and Cu tis, th.' 
only members of the delegation in the 
city, called on the president for that 
purpose. They would not be sr.rpriscd. 
however, if considerable opposition to 
giving Funston a brigadier generalship 
should develop at the war department. 
There is no disposition In the regular 
establishment to belittle General Funs- 
ton's exploit, esp. c ially since the re- 
ceipt of G.. neral Ma( Arthur's dispateli 
giving full credit to Funston, b it there 
would naturally be opposition there to 
jumping a volunteer officer 36 years of 
age into the grade of brigadier gen 
enil, and the Kansss delegation recog- 
nizes this fact. 

Students and Workmen a Unit. 

St. Petersbui g, .Muicli i:'.' - -'I'he dls 
tingulshlng and the gravest ft ;.ture of 
the present disturbances in Russia 's 
the evidence of an organised combina- 
tion for the first time between the st'i- 
d< nts and the worklngnien of an obsti 
nalely revolutionary ( haraeti r. The 
government has driven the students 
into the arms of the labor party. Bo- 
goUepoir, the minister of public In- 
striH tion. who was assassinated, whs 
the worst type of a Russian bureau- 
crat. His atlministration was marked 
by petty persecution of the students. 

General Young's Return. 
San Francisco, .Mum ti L'lt -Tlie Unit- 
ed states transport Logan has arrived, 
26 days from Manilla and 19 days from 
Nagasaki. She has on board the 
Thirty-third and Thirty-fouth Infantry 
and KU cabin passengers. General 
Young and his staff were among the 
paaaengers. General Young is to re 
lieve General Shatter as commander 
of this division. General Shafter hav- 
ing been placed on the retired list. 

UnlfernTRank In Labor Unions. 
Chicago, March 29. — A movement Is 

on foot to establish a uniformed rank 
in all lalior unions. The movent ut is 
said to be meeting with much favor in 
all the labor organisations, and before 
next Labor day It la expected that 
many companies of men uniformed 
and drilled in military tactics, will be 
found in the rank of organised labor. 

Want Funston Rewarded. 
Harrlsburg, Pa« March 29.— The 
lower house of the state legislature 

adopted a resolution requesting the 
president "To reward General Funston 
in a manner that will fully recognize 
his great and meritorious services" In 
esptttrtsg Agolaaldo. 




l'omint'nL<< of U«rii)uii Tapers on the 
to Grenadiers. 



REFERENCE TO FOR.NER REVOLUTION 



Soldlprn AdinoiiUhed h» to Their Duty 

Mioilld lllH >liij ^ly lie A8»itlled. 
Kvlileiitly I'liKHtty Lies tbS 
Head That Wear* m Crt<wa« 



Herlin, .March l'I>. — Conservative pa- 
pers do not discuss Emperor William's 
speech to the Emperor Alexander 
Genadler regiment at the new bar- 
racks, b;if tlw l.ibi'ral pap<'rs general 
comnn lit on his majesty's utterances, 
emphasizing the statement that the 
emperor Is ill informed concerning the 
character of the revolution at Berlin 
in March. 1848. 

The National Zeltung expresses Its 
inability to eonipreiieiid wliat ( urrent 
events Induced the emperor to refer to 
the revolution of 1848 and says it does 
not see any signs of his majesty need- 
ing a bodyguard. 

The Vossi( lie Zeltung Is also unable 
to see any occasion for the emperor's 
words since nobody In Bei lin Is think- 
ing of a revolution and his majesty's 
predecessors repeatedly recognlxed the 
loyalty of IJerlin's population. 

Tile Voi wacTts cites a number of 
[irevioiis speeelK s of tlie eniperor ex- 
horting the soldiers to fight for him 
when necessary, and claims it has au- 
thentic information that his words 
were literally as follows: "If the city 
of Merlin sh(juld again impudently and 
disobediently rise against the king, as 
in 1848. then my Orenndlors. It will be 
your duty, with the points of your bay- 
onets, to annihilate the Impudent and 

disobedient." 

The Ta^'eblatt Is amazed and asks 
what has occurred to justify the em 
peror's words. It points out that the 
revolution of 1848 was not directed 

against the Holienzollern dynasty and 
appeals from the ill-informed emperor 
to the emperor rightly informed. 

Powers Hopes to Be Cleared. 

Frankfort. Ky.. March 29.— Ex-Sec- 
retary of State Caleb Powers, after 
carefully reading the decision of the 
court of appeals granting him and 
Howard new trials, dictated an inter- 
view in which he said he believes lie 
will be acquitted on his next trial. He 
suggests co-operation between the 
prosecution and the defense In search- 
ing out the murderer of (^.oi'bi 1 and 
sa\ s that whil<> he does not think it 
Incumbent on the IlepuMlean party to 
discover and punish the murderer of 
Ooebel, he thinks the party will suffer 
as long as the murderer is undiscover- 
ed. Jim Howard had little to any 
further tlian he r'l It very niueh reliev- 
ed notwithstanding he had perfect 
confidence that the decision of the 
court of appeals would be for a new 
trial in bis case. 



President's Tour In Washln{iten. 

Washington March 29 — The itinerary 
of the presidential party through 
Wasliington is practically complete, 
according to Representative Jones of 
that state. It is as follows: The 
president will leave Portland. Dr.. nt 
10 o'clock a. m. Thursday May 21, and 
enter Washinv-'toii by way of ()i.\mpi'\, 
whore he will stop half an hour. He 
will reach Tacoma in the afternoon 
and spend the night there. Friday he 
will traverse Pus-^t Sound by boat to 
Seattle, stopping at Kveiett and S"V- 
eral other placi s en route. Satiird.iy 
the party will cross ihe mountains 
with brief stops at EUenberg, North 
Yaktma and Walla Walla. Sunday w<li 
be spent at Spokane and Momlav the 
party will leave for .Montana Th » 
president's trip through Kansas will 
include stops at Topeka and l.awronce. 

Execution Postponed. 
Rylvania, Ga.. March 29.— The ex»v 
cutlon of five neffroea which waa to 
take place here Friday did not take 
place owing to procee dings for a n w 
trial pending in the supremn court. 
The militia remains on guard and the 
prisoners will likely be returned to 
Savannah for safe keeping. The ne- 
groes were members of an orgaaisa- 
tlon called "Kniirhts of Archer," a 
colored Ku-Klux society for the ex- 
termination of white people who bs> 
came ob.'ectlnnable to them. 

Confederates For Guardsmen. 
Nashville. Tenn.. March 29.— Forbes 
Bivouac. United Confederate Veterans 
of ClarkesvlUe is seeking membership 
In the natloSal guard and its efforts 
will probably be successful. If the 
program is carried out the Forb^a 
Bivouac win ho tiM third orcaalsatlon 
of ex-Confederates in the south to be 
made a p art of the national guard. 

Convletad of Murder 

Columbus, O.. March 29.— George 
Mitchell, colored, was convicted of 
murder In the first degree for murder- 
ing William H. Jones. The jury alfp 
reoommmdod «1hr«b«t. 



Evening Bulletin. 



DAILY, EXCEPT SUNDAY. 

B08SBB & McCarthy* 

PiOB»ietora. 
SATURDAY. MARCH 30. 1901. 



THE WBATQBH RECORD. 



[Tor the 24 bonni eudlpf at tt:80 » 

Itets of weather 

Blghext temperature 
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Yilui\ direction 
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TOtMl for noDtli to dat«. 
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41 
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OR 

,» 2.17 
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tewvPART Root hMordmd that every 

man in the force of ;r>,()00 volnntecra who 
are to be muatered out bt (ore July 1 shall 
ba ■nlJ-'Cted to a searchinK medical ex- 
amination when he leaves the Mfvice of 
the United States. The instmctiong is- 
Bned from the war department are pos- 
itiva and atringent. Thay rrqaira a 
^trict inveatifiation to b« made of the 
physical comiition of all noldiprs and 
offlcera of the line below the rank of 
Qeneral. The reralta of thlt hiveatigation 
are to be placed on the army rpi^onls, 
which are to be open for reference to the 
pention ofBoIala wbenerer any of thedia* 
charged volunteers apply for a pension 
on the ground of disability contracted in 
the Philippines or elaewhere. The ne- 
ceesity for this is shown by the fact that 
nearly 40,000 pension claims have already 
bem filed by volunteers who served dur- 
ing the war with Spain— most of whom 
never left American soil or heard a ((un 
flred ini battle durins that conflict, re- 
nuurki the Georgetown News-Democrat. 



POWERS-HOWARD CASB8. 



fit Slight Cause (or Beversal-PeiaU ei 
Wbieh Tkey Oet a New Trial. 



Tn granting Caleb Powers a new trial 

Thursday, Judge Du Kelle, of the Court 
of Appeals, holds that the testimony of 
Pat McDonald as to a conversation be- 
tween two men who were not identified 
a part of the mountain army was not 
oompetent ; thatinstractioii No. 7, which 
was amended by Judge Oantrill, should 
have been further amended so as to re- 
quire testimony showing that the Idlling 
was the direct reaolt of the conspiracy. 

Judge Burnam's opinion, reversing the 
Howard case, holds that it was erroneous 
for Attorney Ben Williama to tell the 
jury that Bob Franklin, who was sick, 
sent them a messaKe that he believed 
Howard guilty and aboold be hanged, 
and that it was further error in the sec- 
ond instruction to use the word "accom- 
plice" instead of "accomplices." 

The whole court concurred as to At- 
torney Williams' error, but White, Payn- 
ter and Hobson dissented as to tiM wrror 
of the second instruction. 

Williams' error was excusable in the 
lixht of the fill t that llDward'a attorney, 
Carlo Little, had charged that Common- 
wealth's Attorney Franklin was not 
really sicki but remainfd out of the case 
because he thought he was innocent and 
would not prosecute him. Little's 
speech, however, did not appear in the 
record, mo it made William.>j' speech seem 
• serioui err or. 

Biver Mews. 

Stanley an<l Wells down Sunday. 

Another shipment of coal was started 
from Plttabnrg Friday. 

Queen City for Pittsburg, Bonanza for 
Pomeroy and Urania for Ironton to- 
night.' 

Bay Brothers' Oreyhound, being built 

at fronton, is m-arly r<)(ii|>l»-fed. .'^lie 
will be placed in the Cinciuuati-llu^itiDg- 
ton trade. 

The White Collar packet I. /zie I5ay 
left for Madison, ind., Friday, where she 
will be hauled out on the docks for gen- 
eral overhauling. She will bejwady for 
eervici' in ten davf'. 

Paetofb' I uion meets Monday m First 
Presbyterian Oburoh at 10 a. m. 

Becular services in the M. E. Church 

tO'morrow inorninir by tlie pastor. At 
7:80 p. m. several congregations will 
unite and the Rev. Mr. O'Byme of the 
Kentucky Children's Home Sodety will 
speak. All invited. 



ii I " , 

lUien Will rielM ||ke Notice. 

There are peiaoOi in Maysvllle and 

this county who seem to make a business 

of raffling and oollelting ebanees on 

articles to be riiflU'd. They are so numer- 
ous they are not oikly burdepaoiQe to 
many oitiiaBa but have really become a 
nuisance. Many of ^ Htift]^, >t is 
claimed, are nevec rafflsd and the per- 
sons solietting chancea, It ie asserted, 
never intendt^d they Hhould be. There 
is a statutory law prohibitiSgsucb games 
of chance and in the future thettflUcers 
of the hiw will take the necessary steps 
to punish such offenders. Persons who 
are solicited to lake chanceeon any article 
will please notify the city authorities. 

liev. J. A. l>ee, of Covington, will 
preach at the First Baptist Church to- 
morrow morning at 10::^ o'clock. The 
public corfllally invited. No preaching 
at night on aoronnt of the union service 
at the Third Street M. E, Church in the 
interest of the Kentucky Children's 

HomtBodftT* 

— I » * 

There will be no service at the Y. M. 

C. A. Sunday afternoon on account of 
the funeral of Mr. William Wormald, 
who wan • fatthfnl HMVlMr of t|># Bqftrd 
of Oiracton of that imtiftto ii for years. 

Captain McGann and Rubs Hall, the 
ex-Maysville ball players, left Shelby- 
ville this week to join their tfapis at St. 
Looia and St. Joseph, Mo., respectively. 

A Horrible Ostbreak 
"Of large sores on my little daughter's 
head developed into a case of scald head" 
writes C. D. Jsbill of Morgantown, Tenn., 
but Bucklen's Arnica Salve completely 
cured her. It's a guaranteed cure for 
eczema, tetter, salt rheum, pimpleo, sores, 
ulcers and piles. Only 26o. at J. Jaa. 
Wood ft Son'a. 



ANNOUXCEMBNT. 

FOR BKPRBBMTATIVK. 

We are antborlzed to announce JOHN W 
ATJQCANDER an a candidate for re-election a« 
BepraiMitaUTe In the LagUlatiiM, subjeoi to the 
action of tba Dsmoomtlc party 



OITYQmOglta. 

FOB POI.UK JlTKiR. 

We are siitlioriziMl to announce JOHN I.. 
WHITAKEK M a oaudldate (or Police Judge oJ 
t hectt yof Mnysvllle. 

We Bre aultiorlzf-d 
WAI>8\V()Rl'H ail a 



to announce W. H?:NKY 
candidate for Judge of tlie 
l^ayiiTiljf at tbs slO| 



Ppjlge Court of tl^e citjr of , . , _ 
TMiMr etoctloii, IMl, lubjeet to ti^ action 
the vofem of ihecUy. 



Wi> HD- au'.borlied toannouuce 

.AINBI 

Court at tbe 



BKKI.AIN M a (MWdKIate fOr JtKlj 

NoYcmber election, 1 




rOB CHIGT or FOUCB. 

7t) the vofm ofOteeUytf MawvOe, Ky.: At tbe 
nolicitatlon o( many frieuda I bes to announce 
mvRelf a» a candidate for the offlce of chief of 
Po'llce of the city at the elet^tiou to l)e held In 
NovemhtT, 1901. Your nupgort is jenpectfully 



RdlicitCli 



P. I). THdMPSON. 



Wu are auiborlaed to auuounce M. J. IMJNO- 
VAM as ■ eaodidaie for re^tleettoo as ChUf of 
Police at November elcettoa, ISOl. 



CITV AHfiESSOR. 

We are autborized to announce JOHN B. ORR, 
(the carpenter) aa a candldiite for City AMCtaor 
at tbe Novemtier election, IflOl. 



We aw* authorized to auuoiiDCC WILil4A|f M. 
DArOHKK I'Y Ks a candidate Tor City AMOHOr at 

the Nov eni I kt eleRllou . HK)1. 

We are authorized to announce JAMES .STEW- 
ART Bs R cBiiilidate for re election totbeotbceof 
City A^s. '-'-nr, Ht llic .November election 1901. 



KOK ( (II .M V .H lMilC. 

We are authorlxed to announce C. p. NKW£LL 
aa a- candidate foe l eeieptlen le MM ofllos of 
County Judge, tubject to tne aetioB o( tas Ssm 
ooratio party. 



K«iK ( ol NTV CI KKK. 

We arc authorized to aiiuouncc CLARKNCE L. 
WOOD aa a candidate for re-eleciton to tbe oflico 
of County Clerk, subjeot to Um eeiiea of the 
Oemoorane party. 



FOB COl'NTY AlluillSY. 
We are authorized to annotince KUANK V. 
O'DONXKI.l, a«i a candidate (oi rc-clectiou as 
County Attorney, subject to tbe aeiion of tbe 
DsBBoeiatio party. 



RVPERINTEilDSMT OP BHCOOU. 

We are autborized to annoonce U. H. TCBNIP- 
SEED a candidate tor Oonntt 8up«rinUDdent of 
scho.Ms, lubjset 10 the aewm el ttie Otaoeiatic 
party. 

Wo are authorised to annooDoa K. SWifT as a 
candidate for Superintendent of Bchooliof Mason 
County, subject to the action of tbe Oemooratio 
garty 



George W. Blatterman announces bimielf a 
ciindldiite for the offlce of SuperlDtendentof Pul>- 
lie ttehools, subject to any action the Democratic 
party may adopt 



We are autbonied to announce C. D. WELLd 
as a candidate for County SiiperinjeBdent of 
scboou, subieot to tbe aeHon « the DeBoomtie 

party. 



The congregation at tbe M. K. Church, 
•South, again had tbe pleasure of listening 
toa pretty clarionet duet Thursday night, 
rendered by Messrs. Lee B. Gray and 
Kenneth P. Clark. Mr. Clark will assist 
the choir of tUa obimdi In iptcial music 
to>night. 

The people of Maysville will have an 
opportunity of enjoying an nnnsnal 
pleasure the afternoon of April 13th, 
when Madame £atin Sngimoto, wboee 
parlor talks in Oliftoa and Avondale 
have been eo successfali wUI JfiTe a tallc 
in the parlors of the Ohiirob of tbe Na- 
tivity, under the ausplcea of tiie King'a 
Daughters. She is a pleasing represen- 
tative of "Tbe Land of Almond Eyes," 
and wears the native garb of Japan. 
Her subjfot fUl ^ "The Daughters of 
Japan." A iBull •dmiaalon will be 
eharged. 



FUR SHERIPr, 

We are authorized to annnunco JAMES R. 
ROBERSON as a candidate for slu riDOf Mason 
tX>unty, subject to tbo action of the Domocratio 
party. 

We are authorized to announce TUOd. L. bEST 
as a candidate for aheritr of Maann County, aub- 
Ject to tbe action of the Democratic party. 



Foil I Ml KM. 

We are authorized to auuounce I. L. Mc- 
ILVAIMI aa a candidate for re-election as Jailer 
of Maion Conoty, subject to tbe action of the 

Democratic party. 



We are authorized to aunounce W. D. MAN- 
LEY. of Mnysiiclc precinct, as a oaadtdate for 
Jailer of .Miisnu (Jounty, subject M the SettOB Of 

tbe Democratic party. 



poi ABsaaoB. 

I hereby announce myself as a candidnte for 
the nomination for tbe offlce of Agsexhoi , Miijject 
to tbe action of ihe Democratic party. I am 
from tbe Lewlibniff pieeint, which, although 
tbe champion Democratic precinct of tbe county, 
bas berelofore been Ignored in tlie dislrlhiillon 
of tbe oDIce.s, and my frieiiils ii.sk that she be 
recognized in this instance at least by my cor- 
dial support, it nominated, I will be elected : 
if elected, I will faithfully perform the duties of 
the ofHce,— eee the people, and not ''''"^ ^VJ 



the old hooka. 



HORl) LONG. 



We are authorised tu announce W. H. HAWE8, 
of Miuerva precinct, as a candidate for County 
AKseNsor, jubject to the action of tbe Democratic 

party, 



We are authorised to announce ROBERT PER- 
RINE as a candidate for County Assessor, KUbJect 
to the action of tbe Democratic iiariy. 



We are autborized to aunounce U. W. JKFt'EK- 
SON as a candidate for ABseMor, snbjeet lo tbe 
action of the DemocTBtic party. 



At tbe earncHt solicitation of many friends, I 
have consented to become a candidate for Asst^s- 
Kor of Mason County, lubieot t o the actton of the 
Democratic party, i. W. FOlXil'IE, Oiaiiieburg 

precinct 



We are authorised to announce DuUULahh 
McDowell as a candidate for County Asaassor, 
subject to tbe action of the Democratic pai 



Brty. 

We are authorised to aunoubue IlENltY~K^ 
CHILDj, of Hilltop precinct, u a candidate for 
County Assflisor, subjeet to the setiea of the 
Democratic party. 

roa jrsncB or the naoB. 

We are authorlzi'd to annoncp SAMt'EL T. 
FARKUW Hs a ( Hiididute for Justice of the I'eace 
in the Eighth Magisterial district, November 
election, 1901, subject to the action of the DeiBO- 
cratio party. 



At tbe solicitation of muny frlmiU iii the HeT- 
entb Magisterial district ui .Miisou County I 
hereby annottnoe myself u caiidldatu for Justice 
of tbe Peace In said district, subject to tbe action 
of tbe Democratic party. R. M. HARRISON. 



We are authorized to aunounce M. D. FARROW 
Hs a candidate for re-eiectlon aa Justice of the 
Peace in the Biabth MasUtertal distiiol. Maaou 
County, subjaetw the SMioB of the MeuMfatic 
party. 



We are autborized to aunounce J. J. THOMP- 
SON as a candidate for Justice of tbe Peace, to 

succeed himself, lu the Fourth Miitfisterisl dis- 
trict, composed of (iermaiitowii , Kerii Leaf. Mur- 
physvlUe, subject to tbe action of the Denio- 
cratio primary. 



roa coBONia. 

From my own aollcltation, and not from 

"tnany frl'juds." 1 announce myself h> a candi- 
ilHie liir Uie iillii e (if i ciroiicr i)'f Ma.si>u County, 
subject to tlic ex|ircs>eil will iif the Democratic 
party at ilic |irlmiuy electlt>ii, bcld May ISt.h, 
llWl. JAMES C. OWENS. 



Glorious 

Easter 

is 

Approach 
ing! 



With its advent Nature will 
don its most beautiful spring 
garb — and your boy will want 
to don an Easter holiday Suit. 
Let us tell you right here that 
we are better prepared than 
ever to furnish it, and with 
Suit a pair of Maysville't shon 
factory ShoM» that are war 
ranted to wur, an4 without a 
murmur riturn the money if 
they do not 4j;ive latiaCaction. 
We want the youngsters to 
feel proud in wearing Shoes 
made ''at home.'' 

To the boys of larger 
growth we will simply say, if 
you want to show up "good" 
put on one of our Steifr-Bbeh, 
Adier Bros, or GarsomMeyer 
Suits and we promise you that 
you wifl be "in it" 

No Gothing hottse in the 
State shows the lines of goods 
we do and "yo" know it." 
Our spring men's and boys' 
Shoes arc creations of art and 
brand-spindle new. Look in 
our windows and you will see 
the best Hats, Shoes and Shirts 
in the world. 

Let us call your attention to 
our Easter holiday Neckwear. 
Nothing like them this side of 
New York* 



D. leclpger & Co. 

THE 

HOME STORE. 



We are authoriaed to aaitennes KWRPH D. 
WOOD as a candidate for reeleeopn as Coroner 
of MasoB.Coanty, subject w Ike setlon ol ne 
DesBOOcallo priaury. 



Rev. Dr. J. W. Portef is enxaffed in a 
protracted meetlnn at Ltbafun, Ky. 



Reason Why I 

No one caa tell If they have lottwi the full possibilities of carpet selection un- 
less tiiey have seen a full line of Carpets. One miRht be willing when too late to 
Rive $10 more for another cai pet. You've liad it iiappen perhaps. BatwhjroMkt 
snob a mistake ibis spring ? Carpets cost money and they makeor unmake a room. 
Why not give the pocket-book and room all tbe chance there is? When the word 
is out that Hunt's have the bigRest-and best line of carpets In town, tod iaota «»■• 
lirm the statement, isn't it good business to come direct here and lor ywirtelff 
That's all we ask. We don't fear oomparlsons, we Invite them. 

Art Squares 

Wofen In one piece, reversible, highly attractive in oolotinR tad all patterns are 
worked out in elaborate border effects. They are deelmble owter piecee over othe 
ceipets 01 mattings, and prove serviceable coverings for an dl or ramlahad floor. 
Bl9o,|{rwa,nd,^a. 

PRICE, $7!. 

D. HUNT & SON. 



THEKB 
ISA 

SOiyffiTHING 



Alwut a well made, snug fitting 
conioctaUa (afmsBt ttat wisB the 
eoslom el nffi>PARTICULAR 

men— men who dtSM with good 
taste. Such men expect and fSt 
that kind of CLOTHING of 



«l. WESLEY LEE. 



ANTAL-MIDY 



standard ramedy lor filaet. I 
GenertbaB and iunalar" 

IN 48 HOURS. , 
BsrMdBlaNsr 



ly lor aiavi, ^ 



WANTBD. 

AI.E HELP WANTED— Side lliip. I'orket 
(frt'f) Hainples on wbicb several cHrn SI') to 



ropeaU in 1908. 
York. 



•'BBATTK 



lugh Hay, 
Ci," 343 



Pearl, New 



FOB SAIiB. 



PC BUC SALE— Saturday, April IStb, atJ p. m. I 
will sell my bandaoine two-ftnry tranio rcsi- 
deuce. ^:<0 Forest avenue, at DUblli' auction. A 
chance for nomiu one to sot aDarrnin lu a home. 
TerniK reajiouHli le. MR-t. H. P. LEWIS, ao dtd 

Ful< 8AL1C— Twelve volume Bncyclopediu Ulc- 
lionarv, half Euaalaa leatber, atattaraaiu. 
Apply U) KEY. EDWABD ALLEW. a7-8t 



Important! 

It is very much so to you when selecting 
seeds to plant to tHiytiic piirtst and best only. 
I have them in quaatMsi laip ud smafl» 
wholesale and rctaiL 

Garden 
Seeds! 



Melon Seeds of all kinds, pure Northern 
grown Potatoes of all the dssbaUa vaikUss* 

Seed Sweet Potatoes, Onion Sets, white and 
yellow. In fact everytliing in tiut line 
Special priess to maritct gardeners, 
melon growers and dealers. Don't buy i 
til you see my stock and get my prices. 



FOR SAI.K -Small elevator (or (tore or ware- 
house, lint little used and good ax new. 
HA I .L. M l !( HKI . C O., Maygvllle, Ky. .'7 <IUv 
OK SA I.K— tloiisehold fiiriiUiire. Auply to 
M1.S55 T. Ii. KA.NSON, Slfi West Second street. 



FOR RENT. 



lOR RENT— At Hill House, two ,leli((htliil 
flats, one of thre« or five roouLs and one of 
[ght rooms on ttrnt floor. Ga» and water, ('an 
be used as a lioardliiK house If tn deslrecl Hi iit 
very reasonable. MHS K H. I.OVEL r,i 



FOK KENT— FurulKhed or uufuruUbcd busi- 
ness hous<>B, dMr«lllng<, flats and rooms. 
Ap.plr to ERNiy WHITK. St-dtf 



^QlOR KENT— A UrKe, baudsoDie hrxi tliair 
P Irotit room, witb rbs and very large win- 
oows. tililiable for a store, drssa-inMlnt, olBce, 
or other light employment. Isat fSaWBable. 

Apply at Bl'LLBTiN ofllce. 



LOST. 



LOST— A wblte pointer pup wltb three brown 
apota on bis back and bmwn oars. Beturn 
to ROBERT McGLONE. 821 Bast BsooBd Street, 
and ifoelre liberal reward. 



tvr 

wiu oomuwi ON cANNo mm 

and other articles, and when you want the 
very best Flour buy Perfection. My fine 
blended Coffee at 25c. is equal to the best 30c. 
told by others. My 20c. is an elegant roast 
and my S5c can't be beat anywhere at the 
price. I am selling all these goods at tlic 
regular jobbing prices. In addition I carry 
the largest and best stock of grefo Coffees 
and fise Teu hi our dty. 



R.B.LOVEL, 

THE LCADINQ QROCU, 



F017in>. 



FOl^D— Tbursday, a door key. 
office. 



F 

lli'e. 



Oall at this 

office. '_ ' 29-;!td 

OIIND— Monday, on Seoond Btreet, two k e y s 



aitaohed to a eiialB. 



Call at BcLLETiN of- 

2H-8ld 



A Widow's Love AITair 
Receives a setback if she has offensive 
breath through constipation, bilious- 
ness or stomach trouble, bat Dr. King's 
New Life Pills always care those 
troubles, cleanse tlic system, sweeten 
the breath, banish headache; best in 
the world for liver, Udneyp and bowels. 
Only 250. •! h J«». W^od A 99U'» drof 
store. 

♦ »- - - — 

Little Elmer fialse, aged twelve yearp, 
probably aaved the F. F. V. from a fright- 
ful wreck below Springdale one day this 
week. The lad discovered a spot where 
the land along the river bank had caved 
in for twenty-five feet, the break reach- 
ing under the railroad track. He hur- 
ried back in tiflM to flat tho fast ap* 
pro^obibg tr aMl« 

Ebenezer Presbytery will convene next 
Tjieeday evening at the Central Presby- 
tertan Qhoro b. 

Arrlfed. 

Largest stock, greateflt variety, lowest 
priced stoves and ranges ever shown in 
tho oltj. W. F. Fown.'> 

< Balaton'i biMUaat looda,-<)aUi^1. 



To Turn Silver 
Into Money! 

Beautiful pattern Tc* 9poom 
$4.50,Tabks|9} Knhrei and 
Forks in proportion. Nice 
case given with each set free 
Fine marbclized Clock with 
ornament, $5. Competition 
can't touch these prices pre- 
vailingf at 

CLOONEY'S, 



NEW 

SUN FAST 

Window Shades 

Just received frotn New York. A beautUul pure 
wblte shaiii' is what wo bavs now. 

NEW LINE 

OP BOX PAPERSji ji^ 

Harnaliis in Cram's papers. Ex. snperflue 
stork sold i,ir Lie. per quire, now 20c. per oulre, 
uml i iivelopis sHuie price. 

stHtioncry lor wedding InTttatlbns, In cream 

aHd Royal while. 
New liii.- ol Hicvclcs roliitiitiliis nnd Crei- 
i^'"'''" "^""--icr brake, 
New line of auDdrles. 

New stock Wall Paper, Kodaks, Uraphophonss. 

J. T. kacmIyc CO. 

Pbotograph (inllrry hikIci snino inanaKcment. 
N^v^^tpmenbt. New work. Large i^>rtralts a 



James N.Kohoe, 

AnORNCYATUW. 



OMest Cotflftat, 



JUst Side. 



•^»«H::THE BEE HIVEiili 



Easter Millinery! 

A grand showingi Our TRIMilED HATS are a fevelation. We are enthusi- 
astic over their beauty, and our patrom ahov like enthuiiatm. The general verdbct is 

that never before have such beautiful, stylish and becoming Hats been shown, nor have 
such low prices been quoted. We show reproductions ol IMPORTED MODELS at 
$K75, $1.98, %2A9, $2,75, $3«75> $3«98, $5.50, $5,98. 

SPRING DRESS GOODS! 



iPCeiAL-Watit Qoth Pattenu, tamUe *ffccti wMirfBc 
itripM, grcca, tan, red, blue, lavcndar and sink, Tff. ■ yinL 

rorty-lour-inch Navy Blue Sicilian at Iw- a yard. 

Satin Berber, forty-two inchct wide, tiic Kaaon's new- 
tH colors in oU roM, dM^ nd, <»odt> tsa MdMfpUM Hue 
atflMMil. 

Silk Embroidered Dotted Henriettas, blu« mt ttit fir> 
feet beauties for perfect waitU, S9o. a ysrd. 

Forty-two-inch French de Laine, the new spring fabric, 
NUegrccn, pin k, pak blue » ad cr ushed str»wbmy, actually 
wioni Mca, OMP fnttf SSCi e ywa 



Forty-two- inch White Lansdown, very poptikr, fl fM^ 
Black Gloria, always styli^ IN. • yvf< 
Forty-six-inch Black Silk Warp HmMU, tMin ^fuJkf 
and always popular, $1.S9 a yard. 

Black Sefaastapool, forty-six inches, fl It 1*C a yard. 
Fifty-inch Black Qay Worsted, re^fular price $1, our 

price, !•«. a yaN. 

Forty-inch Mohair, durable and fashionable for skirts, 
69e. a yard. 

F orty-i nch Henriettas in black and all the new shadings, 
SSSi ft piMi 



t 



-^SPECIALi^ 

Lucille Skirts, Mercerized Satteen, $1.50. A GENUINE BARGAIN. 




•••••• 

*f*f f * 
• •••• 



KINGS OF LOW PRICES^ 



MERZ BROSn 

^PROP'S OF BEE HIVE. 



BAmoN mrs visrosruiiis. 



Hm Uit Hia Wife apd All Hi* Childr.n id 
List Thna NMths. 



Mt. Olivet, Kv., March 29.— The old 
adage that "misfortane never comes sin- 
gle-banded" is verilied in the life of Mr. 
Baston Fite. About three nontha ago 
his little danfthter waa left In the room 
flOMtl^i^^ '° open fire, and he- 
foit h«r mother reached her the was 
bnmed ao badly abe lived only • few 
Lours. 

It was such a shock to the mother she 
never recovered fiom it, and died in a 
few weeks. 8h« Itft a babe that lived 
only » short timtt after the mother's 
death. 

Their little boj' contracfed a cold «oinii 
to bis mother's funeral, which developed 
ipto pneanumfait from wMeh ht died 

to-day. 

In three months' time he baa been 
bereft of every member of his family, 
iMr. Fite is a well-tO'do faimer^f Mason 
County, and lives about aix milss from 
this plam. 

Bear in mind .Monday is OoODty Coort 
and stock sales day. 

— 

There are several cases of measles in 
Aberdeen, and some of them are of the 
moat violent form. 

The election at .Ahenleen Mondav is to 
choose town and township officials, and 
it promisM t o be liv«Jy» 

In the revival services at the M. E. 

Chnrch, South, services will be lield this 
afternoon and evening as usual. Rev. 
Mr. Lowry is nntiriOR in bis labore, and 

hie conKrenatiotifl have been good through 
the week. Oo the Sabbath there will l)e 
services at 10:30 ^. m., 8 p.m.and 7 p. m. 



Egp are pleotifol in this oonnty nt 10c. 
perdosea. 

The spring electioas COB* off lo Oh'o 

next Monday, 

Tobacco is lower in price than it has 
booD for several years. 

Mr. J. B. Noyes is able to be oot after 
wrestling with the Rrip a week. 

The C. and O.'g net earnin>;< for Feb- 
ruary were f307,4!(7, increase ^it)2,().i7. 

Martin, the bright little three-year-old 
eon of Mr. Mike Sweeney, of East Fourth 
street, is danuerously ill. 

Rev. D. D. Cbapin, of Mt. Oarmel, III., 
favon the Bullitin scribe with late cop- 
ies of the paper< nf t hat city. 

Mr. Thornton Cox has moved into the 
old tollgate property on the LexiuRton 
pike near the North Fork bridse. 

Wylie Piatt, who signed with the 

Philadelphia .\nit»rican Leaciichall team, 
will receive a salary of |2,700 this year. 



THE LATE WILLIAM WORM ALI). 



Spring anil tjuiunifr millinery opening 
at Mrs. M. Archdeacon's, March 28, 21) 
and 80. UornerTbird and Market streets. 



John Dooley has sold to A. H. Oalvert 
ten acres on the Mt. Uilead and l..ewie- 
banc pike for flOti 35 and other consider- 
ation. _______ 

A rnnaway team broke a pipe at the 
Standard Oil Company's plant in the 
West End Thursday, and about 1,000 gal- 
1 ins of oil escaped. 

Mr. and Mrs. Thomas Henry Clay, of 
Paris, have issued invitations to the mar- 
riage of their daughter, Nannie Wiiliants, 
to Mr. Frederick Alfred WalUs, on Wed- 

needay evening, April 10th. 



The Rush 
of the People.... 

To our closing sale of Footwear Is lomfthing to lee; It •ome- 
times amounts to almost a crush. Such are ths stock and val- 
ues offering, at the pHces we make, that many are quick to sec 
their advwtage and make use of it to buy, not alone for pres- 
ent needs, but to put aside lor future use, as they know 

Such An Opportunity to Exorolto 
Economy Will Not Soon Again 
ComiThltWay! 

. It is our purpose to help the peopk in this sale that they 
help us ckise out our goods on hand, as they must be dis- 
PGv^d ql 4t once, without reserve, for CASH. It will be to your 
ybvkt to atitkipate the needs of the family before the stock is 
j4it)ken, as it will soon be, at ths prtstnt rate ol reduction, at 

/the assignee's sale of 

H. C. BARKLEY & CO. 



Directors of the Y. M. C A. Pay Trihnte to 
His Worth as a Citisen in All the 
Walks erufe. 



A called meetinn of the Hoard i f Dir»i'- 
tors of the Y. .M. C. A. was li> Id Friday 
afternoon at 4 o'clock to take some ac- 
tion on the death of the late William 
Wormald. Mr. Wormald had served an 
a director from the organisation of the 
local association, and no one appreciated 
the work the association lias doiio and \t> 
doing for young men more than he d d 
He was ever ready to devote a part of bia 
time to the nphnilding and strengthening 
of this iiiHtitiition in onr city. At the 
meeting of the hoard Friday afternoon 
Messrs. D, C. Hutchine, I. M. Lane, M. 
F. Marsh and Ueneral Secretary Baker, 
a committee appointed to draft resolo- 
tions, reporti'd ttie following: 

WasMUS. It hath plsaiod the Heavsalr Fl^lbar 
to resiove ftom us our betoved brother, WUIlam 
wonnald. 

Be it rmttvtd. Thst we regard Itie life ol WlUlam 
Wormald la bis reladonililp to the community 
III wbich be lived and as acltlseu and church 
memt>er afl fumliblng a blgh standard ol right 

living and oue worthy of emulation. 

That lu hiH death the Board of Direclon of the 
YouuR Men's Cbrlitlan Association loses a faltb- 
fiil eud devoted memlier, one who has Kerve<1 

the itistitutlun from the time of ils oarllost <>i 
KRiilzalioii, t)elii(! over ready to act In any ra|ii\( - 
Ity 1(1 tiirlluT tin' intiicsls of the HSMn intinii. 

That tilt' inumbur.ship fceU great surrow in 
partinK with him whom thej bad Isamsd to love 

anil honor. 

Tliat to bis Ljriff ^trI(■k. ii family, lii^ rflntlvi'>. 
ami frli'iiiLs ln' c.Mcndi'il imh siniirc syin|iatliy 
ami I'oiiiloli'ni e. 

The resolutions were unanimously 
adopted, and it was ordered that they 

he publiHhed in the city papers, and that 
a copy be sent to the family of deceased. 

As a further mark of their love and 
renpect the <lireotore decided tO attend 

the funeral in a body. 

Five years ago thiH month the price of 
eggs in the oonnty was 6 oents a doseiu 

The Sonth Methodists of Dover have 

invitcii the district oonfeiwoe to meet 

there ne.\t year. 

> • — 

Klder J. M. Helm has been called for 

another year aa minister of the Vance* 

burg ChriHtian Obnrch. 

^ The Cincinnati Commerdal-Tribiine in 
its issue of Sunday, April 7ch, will have 
some pictures of historic old honsee at 

Washington and vicinity. 



A team belonging to the Standard Oil 
Company frightened at something on 
West .Second street early thia morning 
and made things lively until the runa- 
ways were stopped near the cotton mill. 
Fortnnately no damage was done. 

Dan Peed, of Paris, has l(f)ii<:lit the to- 
bacco crop of Jesse Turney, couaisiing of 
SSiOQO ponnds, at 5 eente. Mr. Peed has 
received at his warehouse in the last two 
days H5,000 pounds of tobacco, for which 
be paid 16.00 per hundred. 

As my lease expires on April 11th and 
the hoose is now advertised for rent, if 
you want good clothing cheaper than 
you ever bought clothing before, oome 
before it is too late. Men's and boya' 
clothing, Qnderclothing, hats, caps, neck- 
wear, all Mid regardless of cost. 

JoBM T. Mabtim & Oo. 



Red Corner clothing store for rent. 
AppTy to W.8. Watson. 

For ready mixed paint that's coaran- 

teed call at Kay's PostofBce drug store. 

Dieterich i.^ .Son, the carraige makers, 
contemplate opening a branch hoose at 
.Manchettwr. 

The annual State Kocampraent of the 
(irand Army of the Republic will be 
held in Covington, June 4 and 5 next. 

Mr. 'Thomas Prather, of Mayslick, has 

boiiiilit of .Mr. Dennifi Hanley, a farm of 
net acres near Millersburv, at $81) per 
acre. 

A movement Is on foot to erect a $7S,« 

m) Y. M. C A, building at Lexington. 
The eloquent Fred B Smith speaks there 
Monday erenio* In the interest of the 
cause. 



Mrs. Barbara Meyer, of fhis city, widoW 
of I he late Charleis Meyer, has been 
granted a pension of $8 a month from 
September 4, 1900, with $2 a month fur 

each child. 

Mrs. J. B. Moody, wife of Rev. .T. B. 
Moo<ly, died March 2.5th, at Hot Springs, 
Ark. Her remains were buried at Pe wee 
Valley, Ky., Thursday. Mr. Moody is a 
well known Haptint minister, gnd for- 
merly preached at Dover. 

The funeral of the late William Wor- 
mald will take place to-morrow afternoon 

at - o'clock at the Cluitcli of the Nativ- 
ity, Bishop Burton othciatinit, a.-isiated by 
the Rev. An);u9tin J. Smith. Interment 
in the Maysville Cemetery. Bnrial priv- 
ate. 

Rings, from the plain polished hands 
to the most ornate creations ol the de- 
si^Mier, set wilh sparkling diamonds or 
other glittering gerae, anything to suit 
your taste. We would be pleased to 
show our beautiful assortment. 

BALLBNaBn, Jtweler and optician. 

The services at the Chnrch of the Na* 
tivity to-morfOW will be of usual interest, 
as they will be conducted by the Rt. 
Rev. Lewis Burton, Bishop of Lexington, 
who will visit this parish for the purpose 
•if ud ministering the rite of continuation. 
The music will be rendered by a vested 
choir. 

.\f"lilaii(l Indept-ndent : ' J. <i. Wads- 
Wi>rlli ami Mr. .Myall, of Maysville, are 
here this week in the interest of some 
valuable timber and mineral lands they 
own ont near the Joe Ferguson farm, at 
OakvK'w. There are about 000 acres in 
this tract of laud, and they were having 
it surveyed with a view to selling it to 
some eastern syn'iiiMir." 

Rev. R. E O'Byrne, of Newport, rep- 
resenting the Kentucky (Children's Home 
.Society, will preach at the Cliristian 
Church to-morrow at 10:4.5 a. m. This 
srx^iety has found homes in good families 
f jr a number of indigent orphans of this 
part of the conntry. At 7 p. m. Rev. E. 
S. Stevens, a missionary to Japan, will 
preach. Mr. Stevena will leave in a few 
days to reyuine his lalior.s in .Japan. The 
public invited to hear these addresses. 



I Don't 
Want 
to Worry 
My Frisnds 
Nor 

The Public, 
ButlCertalnly 
Am Going 
to 

Retire From 
Business, 

And at least want my friends and past pa- 
trons who have so generously patronized tae 
in tlie past fourteen years to cnjoyltlic bene- 
fit of fsttiaf MM* of ffte BmsI CblMag 
ever broogiit to Maysville 

AT 

LESS THAN 
THE 
COST OF 
PRODUCTIONl 



I have never been ibt en* to akif my 

song of p^ise and will not now, on the eve 
of my retiring from business, Init leave my 
oU patroos the sole judges of Itlie class of 
CLOTHING I have always lymdM. Te 
fhosa who have not bad an eppnHunWy lo 
know our Gothing I will ask that you call 
and look at them. 1 will soon send what I 
have left to Cincinnati to b* sald4to mer- 
ehaalsy and many of Ihsm may fee breugfU 
back to Maysville and sold to yooQll do«U* 
what I ask for them. Respt., 

JNCT-MABTIM. 

L H. Landman, M. D. 

Of 547 West Ninth Street, 
CINCINNATI, 

Will t>c at the coiitral Hotel, MayxviUe, Ky..OB 
Saniriiay. .xi'Kii. ndi, I'loi, retorolng avsry Bifet 

Thlir^'lav in <'H<'Ii nimitli. 



Night Was Her Terror. 
"I would cough nearly all night long," 
writes Mrs. Chas. Applegate, of Alex- 
andria, Ind., "and could hardly get any 
sleep. 1 had consumption so bad that 
if I walked a block I would couuh fright- 
fully and spit blood, but, when all other 
medicines failed, three SI bottles of Dr. 
King's New Discovery wholly cured me 
and I gained fifty-eight ponnds." It's 
absolutely guaranteed to core coughs, 
colds, la grippe, bronchitis and all throat 
and lung troubles. Price 5Uc. and $\. 
Trial bottlee free at J, Jas. Wood A Son's 
drug store. 



otb^Before BuyingJ**^ 

Wall Paper 

Lcara priess at W. N. RVDIIint IfSTsat Sec- 
ond street, opposite opera houas* 

WANTED! 

My frii'iiiK uml thi' ptililict in K<'neral to know 
that I Imvf ii|ii ii<m| my oM stHtnl nn Willi iitreet, 
whi-rt' I HIM prt'pHriMl in do all kMt tt B1SSfcS»IMl 

Ib| Hiul tfi'iH 'Ml nimirniir. Ildrsi'-slioflng a xpte- 
imtv. A trlHl r' ■•ins iiiilly sulii iicd. 
U Im VS .M. H. KKKacH, IfJ Wall street. 



J. W. Whalen, of McKinneyebnrg, 
Pendleton County, sold Vic Thompson, 
of Milford, his crop of tobacco, about 10,- 
000 pounds, for the roond aom of 11,000. 



The 

New York ^rmceu 
Store r^ll. 



Of Haye & Co. has secured 
the agency for this celebrated 9 
Shoe, valne 13, onr price 



$2e2S« 



Kvery pair guaranteed. Don't 
fail to get a pair of Princess 
Perfection, the best Lsdiee' 
Shoe for the money in the 

country. Siaee 2)-S; width 
C,l),E. See our Patent Leath- 
er Oxfords, value f2.B0, our 
price tl.75. Ladies' stylish 
Oxfords 50c., worth 75c. Our 




of Children's Shoes oau't be beat. 



Mitt tOOOt AND tILKt— New, up-to-date iroods; low prices. See 
onr 4<.»c. lino of Venitiana, only 4!lc., worth 7"). , Tairetas and W ash Sdks 
4Ku., worth 75c. Our 48c. Satina are a bargain. On Hamburg and Laces 
we can save you big moMy. Oomeailos lowtr than aM^. 

I^ew York Store 

of HAYS « GO. 

P. R,— We give liebate Stamps. 
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We Don't Have to.... 



RAILROAD 8CHEOI7L.B. 





PUSH THE AMCmCAN WOVEN WIRE FIELD FENCE to seU h. Fact of the mat 

ter is, it's selling so fast we haven't been able to get our orders filled quick 
enough to supply the demand. Of late we've been obliged to sell on future 
delivery, and the present shipment of two car-loads will scarcely go 'round 
among those who were thoughtful enough to anticipate their wants weeks ago. 
Those who expect to use the American Fence this Spring should hasten to 
place their orders. Only a limited quantity on hand to supply needy purchasers. 
After that's gone we may have to wait for succeeding mvoiceS'M^H'M'.H'M^H^H'M 




The Frank Owens Hardware 

ECOMPANY 




ABANDONED UEK BABE. 



FwtiM Wb* Pisira ii Tbiii Affair at 
OctrgetAwn. 0 . Claimed to B« 
From Mtt>8Ville. 



|0<org('iown, (<> ,1 News Pernnrrat.] 
On the 13tb of Febrimry a Ki''l> KivinK 
her name aa Florence Gray, on the verve 
of maternity, was abandoned on the 
streets of (leorRetown, by a party vliose 
name she gave as Harry Foster, of Maye- 
ville. Ad attempt was made to arrest 
Potter, or whoever he was, and it )■ aaid 
the arrest was ma<'e at Aberdeen, but 
for some reason not known bu was after- 
ward releaaed and permitted to cross the 
river. The girl was taken to the in- 
firmary where abe gave birib to a child. 
Sanday last two persons were observed 
in the woods near the iulirmary, in a 
buKKy> Kotbing was thought of the mat- 
ter at the time and the event passed 
nntil the inHrniary folks went to unlock 
the inmates Monday morning when it 
was discovered that the girl, who occupied 
an upper room, was gone, leaving her 
babe behind. An examination of the 
Burroundings showi d that she had tied a 
sheet to her bedstead and lowered it 
through the window toward the ground. 
She then sli<l down the sheet aa far aa it 
reached and dropped to the ground. 
Quite a space intervened between the 
end ( f tiio Rheet and ground and the 
force of her fall was such as to show two 
footprints fully half way np to the tops 
of her ehoes. It is supposed that the I 
parties in the woods gave her the signal 
of thtrir' presence and carried her off 
after she went to them. The infirmary 
authorities telephoned in every direction 
for her but nobody had seen her. which 
would not have been likely had she 
traveled afoot through the county. The 
girl was evidently of the better class as 
she writes a beautiful hand and composes 
well. Her babe was taken to the child- 
ren's home. It is also more than likely 
that all names given are lictitiuut. 

- - — 

A Uneer Discovery. 

IWeit I'nion Defender.] 
Monday Thomas Iluskins while di- 
ging a well on the farm of William 
Yoong near town made u discovery thar 
has caused much talk about town. 
When a depth of twenty-three feet was 
reached he came upon a board about an 
inch and ooe-haif thick, which when re- 
moved was found to cover a crevice some 
three feat by eighteen inches in size and 
tan feat deep, filled with wate*. A 
drilled well bad been pat down at the 
same place about ten years ago, but as it 
was but a six-inch hole it was impossible 
for the board to have gotten down in the 
well at that time. The board wbM t3C> 
posed to the air crumbled. 

To Kill Tobacco Kli^fi. 

[Willi tie«UT iK'inocrat ] 

A well Itnown tobacco man of this city 
says tha work of worming tobacco in 

Virginia is greatly Bimplified by catch- 
ing the iiiea. Tubs partly filled with 
water ara placed in variona poftfoaa of 

the field ; after sunset lighted lanterns 
are placed immediately above the tubs: 
the llies are attracted by the lights, end 
fall into the water and are drowned. 

Strikes a Kieh Fiad. 
"I was troubled for several years with 
obionic indigeetion and nervous debil- 
ItaF," writaa F. J. Green, of Lancaster, N. 
H. "No ramadv helped me until I be- 
gan oaiag Elootnc Bitters, which did me 
mora «ooa than all tha m ad ici na I ever 
oaad. Thev have alao kept mj wifa In 
excellent health for years. Sha aaya 
Electric Bitters are just splendid ior kh 
male troubles; that they are a ffreat 
tonic and invigorator for weak, run-down 
women. No other medicine can take its 
place in our family." Try them. Only 
r>()c. Satisfaction guaranteed bj J. Jfla. 
Wood & Son, druagists. 



PERSONAL. 

—Miss May Hord haa been visiting at 
Lexington thia weak. 

— Ilattie L. Wood visited Mrs. 
Laura Wood at Augusta Friday. 

—Miss Rachel Lamb was visiting 

friends in the county this week. 

—Mr. and Mis. John J. Thompson 
were visiting frianda at Waahlngton this 

week. 

—Miss Alberta Caldwell, of Mayslick, is 
visiting Miss Lanra Jeffdrsoa, of MiUara* 

burg. 

--Mr. David Clunev left Thursday 
night on the steamer Virginia for Pitta- 
burg. 

— Mrs. Jane Morris is expected home 
this afternoon, after an extended visit at 
Covington. 

—Miss Sallie McD-Humphreya is ex- 
pected to return to her home near Waah- 

iiigton in a few days. 

— Mrs. Jennie Tahb. of Denver, Col., 
well known here, is visiting friends in 

Dover, her old home. 

—Mrs. Lillie GrifHth and children, of 
Indianapolis, will arrive this afternoon to 
visit her father, Mr. I. M. Lane. 

— Mrs. H. C. McDougle and son, of 
Lexington, leave for home this afternoon 
after visiting ralatlvaa in this city. • 

— Misses JeMie Bayless and Nellie 
Brodt, of West Union, O., have returned 
home after a short visit in thia dty. 

— Mra. J. V. Lytle, of Paria, waa called 
here Thursday by the critical illness of 

her relative, MrF. Klleu Cunningham. 

— Mrs. S. M. Worfhington returned re- 
cently from a visit to her daughter, Mrr. 
John Taylor, at .Murphreesboro, Tenn. 

— Mrs. T. IK < )ihorne left on the morn- 
ing train for Lexington to visit friends. 
She will visit her brother, James White, 
of >heit>yviiie, andarMillarabnrgbafara 

she returns. 

— Miss Lottie Wilson haa returned 
from Frankfort, and is now at her home 
in Aberdeen where she will teach a clase 
in abort hand and typewriting this 

spring and summer. 

— Mr. Charles 11. Meng and daughter, 
Mrs. Elwood Harrison, of Bourbon 
County, are here to attend the funeral 
of the late William Wormald, which will 
take place Sunday aftenoon at 
o'clock. 

HOLDS ITS aiOUND. 



CHRISTIAN LMUN. 



This Is the Testimony From Everywhere 
•a Wall aa M^jnrtlle.. 



Can this be so? Is it true? Are the 
facts as stated ? These questions which 
every man and woman in Mayaville snf- 
fering the tortaraa of baekaehe aak aa 
they read the published accounts in 
newspapers about medicines which claim 
to care it. Whatever the conclusion ar- 
rived at they ean't fllneh from or diaprove 
the following, for it took place in Mays- 
ville and the axparieDoe ia that of a dti- 
zen. 

Mr. J. B. Bopar, proprietor of the inn 

and restaurant, 125 Market street, says: 
"Doan's Kidney Pills, which I procured 
at J. Jas. Wood & Son's drug store, cor- 
ner of Weat Second and Market atreeta, 
do all that is claimed for tkem and do it 
promptly and thoroughly. From per- 
sonal knowledge I cheerfully testify to 
their valoe and eflectiveneaa." 

VeraalebyalldaalMi. PrieefiOoaata. 
Foster-Milbum Co., BoiEllOt N. Y., aola 
•gents for the V. 8. 

Remember the name, Doan's, and take 
no anbatltatej 

-N .-. 

At the Central I'resbyterian Church 
to-morrow morning there will be ordina- 
tion services, baptismal services and the 
Lord's sapper will be celebrated. 



Aflfeat'lnterdenominational Coaj^ress Will 
Frebably be Held to Uiscass 
tfea dieitlaa. 

LixtNaTON, Kt., March 28.->The Na» 

tional Cotinresp of Disciples concluded its 
meeting to-night. The closing act was 
the appointment of a committee of aeven 
to make arrangements whereby a great 
interdenominational congress of minis- 
ters may be secured that they might dis- 
cuss the question of Christian union. 

Cleveland was selected as the next 
place of meeting. 

The American Christian F. lucation So- 
ciety, organized yesterday, to-day elected 
officers as follows: President, F. D. 
Power, Washington; Vice President, B. 
A. Abbott, of Baltimore; Treasurer, An- 
drew Wilson, of r>altiiiiore. The Secre- 
tary is to be selected by the Board of Di- 
rectora at ite next meeting. The head- 
quarters will be in Washington. 

The immediate object of the above 
movement ia to awaken intereet among 
all religious or-.Mir'z itions toward the for- 
nlation of an iuternatiunal congress, sim- 
ilar to the one just adjourned, where re- 
ligious work can be discussed and de- 
nominational co operation determined. 

The ultimate object is the formation of 
one church, whose basis will be broad 
* nough to satisfy the belief of all denom- 
inations. 

The action of Thnraday evening was 
the appointment of a committee to take 

under consideration the best way in 
which to bring the question of Christian 
union to the attention of all rellgiooa or- 
ganizations. It was further decided that 
the committee submit a report to the na- 
tional missionary convention, which 
meets at Minneapolis next October. 
The committee consists of A. M. Harv 
uot, of Cincinnati, W. T. Moore, of Co 
Iambus, Mo., C. L. Loos, Lexington. J 
H. Garrison, of St. Louis, J. W. McGar- 
vey, of I^exiugton, J. B. Briney, of St. 
Loaif, and B. B. Tyler, of Denver, CoL 

PalB Saaday. 

Maes at St. Patrick's Church to-morrow 
at 7:M, t) and 10:30 a. m. Palm blessed 
and distributed before the 10:30 mass. 
Sunday school at the usual hoar. Ves- 
pers, benediction and lecture at 7:30 p. 
m. The lecture will be the last of a ser- 
ies of Sanday night lectnrea and should 
attract a large audience. The subject 
will be "The Social Mission of Christian- 
ity." Tboae who fall to hear Father 
Ennis to-morrow night will miaa «n ora- 
torical treat. 

Easter Novelties. 
Have you seen the many handsome 
artiolaa that go to make handaoma Easter 
gitte? Murphy the Jeweler's stock is 

complete with goods of this kind. See 
his Eaater display and then make your 
frianda happ y. 

The personal eatato of the late Dr. 

Leslie Reese was appraised at $1,167.60. 

James Cummings has qualified as ad- 
ministrator of Mary A. Lewis, with John 
W. Alesander as surety. 

A aneak thief entered Dr. Fleming'a 
home on Front street Friday at noon 
and stole soma clothing. 

The Maysville Telephone Company 
filed articles of incorporation with the 
Secretary of State Friday. 

None of the heavy rain that visited 
the section aonth ol this city a few days 
since tell in the vaalem perk ef the 

county at all. 

Don't forget the public meeting at the 
court houae next Monday at 1:30 p. m. 
Plans for securing • tobMoo iMtory will 
be presented. 



THE UEAV YWEltiHTiS LOST. 



Kesnlt of the Bowliag Gasies at M^jsville 
GlibAUeys Laat Mixht. 



The bowUag gamea laat nlirfit raanlted 

as follows: 

Roienbam 

Newell 

Muthewi 

McDowell 

T. M. KuMell 



Arcbdi-acon., 

SmAot „ 

Cullea....... 

Ftai 

Daly...... 



,112 


137 


136 


.IM 




I-):! 


.174 




ly.^ 


.124 


120 


123 


.19K 


167 


144 


-f>2 
735 


m 

• 


749 


"a? 






.151 


140 


HIT 


.114 


237 


nr, 




1411 


17.' 




121 


185 


..las 


U7 


109 


m 


801 

aso 


740 
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CASTOR I A 

For Infants and Children. 

Till KM Ymi Hih Alwiit Ba|U 

^^^^^^^ 



Bears the 
Signature of 



In Oelerad (Hrelea. 

Charles W. Btrawier, Jr., spent Salwday and 
Sunday at Lawrsnce onek wtth Us grand' 
mother, Mrs. Mary atrawdar. 

Bev. H. A. aoathaate this watk attended eon- 
ference at Indlanapolii, Ind. 

Plymouth Church eelebrated Pulor Nelion'i 
tweDty-sccoDd marriage aaBiversary bysWlnsa 
very ene euteruinment In bit honor. 

Ifrt. A. L. Uarvto, of Lexingtou, vUitcd lierc 
Saturday m the gavnl of Mrs. T. A. Reid. 

rrt'pHratiiiiiH arc biin^ made for flne liater 
MTviics Ht nil Iho t lmrclios. 

Mrv. Kii/HiiL'ih Will inin.'.. of Lexington, Uvlllt- 
iiiK her pareubt, Mr. and Mrs. Long, Washlugion 
piiie. 

The Alumni AMOclatlou will meet on tbc tirst 
iiistL-ad of tbe.aeoowf aatoiday of the ooDing 

uioiilh. 

The fDllowiiiK proKram will be renderd next 

Saturday at the ( 'ounty Teachers' AasoclattoD : 

MiinU:— |I1V(>I•^ liiiii- Hitilrc'.><, 

Talk- "The Imai Uuuk 1 Have Head"— Mrs. M. 
Gray. 

Section leHon— "How to t*uk Begiaaeis 
ArlthmetlC'-Mr. Davis. 
TaIk-"Uow to Teaoh Bagtaners Oeofiepbjr"— 

Section IfMon— "The Reason Why We Should 
Teacb Readlnc, WritlDr. SpelKng and Nuniherti 
lo Hmall I*uplU Simultaneously"- I'rof. T. A 

Kriil. 

A novel entertainment will be given at Flrtt 
Hai>iiNt Charch te^alght for beaeflt of saM 

church. 

MARKET REPORTS. 

Greln and Btoek Price* For .Harch 2i> 
Cbleago — Cattle: Gnod to prime ateeri. 

$4 OS^ OB; poor medium, |il 76@4 80; 
■toc-kera and feeders. $:< l.V(/4 85: oowe, 
$2 7<>U4 40; helfem, $2 7.V./4 tH)\ eanuera, 
$2 (Hya2 tU): bullH, $2 Wyaj4 TiO; TexuH fed 
steers, ti 0(V(iifi 00; Texan Kra.sM Kleers, 
|3 4tya4 00; Texoa bulln, f2 TS'ij.S 03. t'alvpM 
— $4 ."i<X(iri ".'i. Hogs— .Mixed and biiteherH, 
$3 (i.V«iO 10: good to choice heavy, $U (XXip 
6 12'/.j: rough henvy, (T> KW«i5 !►.^; light, 
|5 fttfdii C'l Stiei-p Hiiil l.anibs' (iond to 
choice wi ili^'i^, $4 S(k((.") (l.'i; fair lo cholee 
mixed, $4 .'.t<*i.. l>0; western sheep, $4 Hixd 

5 iXi: yeurlluga, $4 SOfijA 10; native lambs. 
$4 K.V<(.'> 4.'): western Iambi, $5 imjfi 45. 
Wheut-N". 2 red, 7414(&76%0. COTB— No. 8, 
42c. t>ntK-No. 2, 26c. 

Cleveland — Cattle: CklOd to cboioe 
■mooth dry ted, 1,200 lb. Steers and np> 
wards, 94 40(14 65: green half fat stoen, 
000 to 1,200 Iba., IS 70^4 25; fair to beet 
heifers, M tOtiA 40; fair to .extra cowh. 
13 oooa 60; balls, $8 0064 00. Sheep and 
I^uabo— Good to cholee bandy lumbs, fn 7u 

06 TB: fair to good lambe, |5 40fia OS; 
heavy laubo, $5 80«fi 50; culls and com- 
mon, |4 506S 25; cbolee wether sheep, 
|4 7500 00; fair to good mlxeil sheep, 94 40 
^ 75; calla and common, $;< muti so. 
C«lves-ralr to boat, «5 60^0 25. Hogs- 
Yorkers. !• 10! MoainsM, le u: pigs, is so 

90. 

rittsburg — Cattle: Choice, 95 50(36 85; 
prime, 95 20@6 40; gooU, 94 U0^5 10; tid; 
batchers, 94 WK^ S5: belfer*. 93 00(84 25; 
cows, bulls and stags, 92 50(^4 23; fresh 
cows, 926 00(860 00. Sheep and Lamb»- 
Chol(M! staeep, 95 20(afi 36; good, 96 00«C 10; 
fair, 94 50^ 80; choice lambs, 95 80QO 00; 
common to goe'. 94 25®6 70, Hogs— Me- 
diums and heavy Yorker*, |6 20@6 25; light 
Yorker*, 96 10(36 15; pig*, |6 80Q0 00. 

Buffal* - Cattle: Kxporten, 95 25® 
5 60; sblppera, f5 OpQQ 40; batchers, H =^ 
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Cast. 

No. lt» 10:05 a. m. 

No. 2* l:«8p.m. 

No. ISt 6:10 p.m. 

Ho. 20+ 8 00 p.m. 

No. 4* 10.41 ».m 



No.l»t.. 

No. !• 

NO. 17* 

No. »• 

No.l5t 



West. 



..MD m. Wk. 

..Atop. a. 
,..4:S0p.sa 



•Ually. fDailv exeeptHunday.; 

Trains 15, 17 snd IR will stop at Poplar street, 
Mavsvllle, Ky. Ibe Market street *U)pB at Mays- 
ville are all dtacontluued. 

>. 9. V. Limited No. 2 arrives at WaahlngtoTi at 
6-47a. m.; Baltimore, HiOO a m.: Ph lladelphl*. lO ltt 
a. m.: Hew Tork, 12:48 n. m. 

r. F. V. Limited No 3 arrives at Cincinnati at 
5.00 p. m. _ . ^ 

Waahlngton Bxnrea* No. 4 arrive* at WsshlSt. 
ton at 3 39 p, m.j Mow York. Mbp-nt. 

rincinnaU ftit UBeMe.latni^OlMlaaaMat 

«.(Xl a. m. ^ .. , 

i'ullman sleeping ear service to Richmond and 

Old Point ComfortVy train* 2 and 4. 
Direct connection at Cincinnati (or all points 

West and South. 
No. 1, 2, s and 4 do not atop between MaytvlUe 

and Newport, __ 

For fuilinformatioaaDdralssloallpolatslist 
and Woot,appl^to 

m» Ae i 



▼a. 




SotUhbound. 
fjoavea Maysville ' M 
(:47 a. m. (or Paris, Lex- 
ington, Olnclu'tl, Rich- 
mond, Stanford, Living- 
sum, Jelli(^o, MiddleRboroagh. OnmhoriaM CWf 
Krankfort, lx)uisville and polnIB ea 11. 11. aSM 
M. V.-Kastern Dlvlaion. 

Ix;ave Maysville at 1:15 p. m. (or Pari*, dnolS* 
nati, Lexington, Winobeeter, Richmond aad 
poiati ea M. Jk aad M. V.-Iastani MtMoii. 
Jftoffjhfttfwicle 

ArrlTS at Ifaf sriUe at 9:48 a. m. and 8M p. ai. 
All train* dally exce pt Snndav. 

New Goods Just Received. 

5 and 10c. Store 

HAINUNE'S. 

A big «alc of Uandkerohlehi. Look>t them, 
they are on display In window foi Sc. 

Have you seen the new Balr Betainer? We 
have them ; call andsaslfeeBb 

New Hair UrnamentS. 

New Hair Pins. 

Aluminum Hair Pin* per dot.. So. 
Side and Pompadour Comb*, lOo. 

Bells, nice for fancy work. 
The new Unikes, all the go for belts. 
A bargain in ladles' floe Pocket-books, leather 
throughout, worth 91, onr price 60c. 
Hal Pins. 5 and lOp. 
KuKlish Feather Powder per bOZ, SC. 
Kmbroider lluops. jir,. .Vs. 
Lace.s, per yd.. 'J H. .'>. 8e. 
We have a new line (or the kllShea Slao. 
Meat and Food Choppers. ' 
Steel Sbelf Bracket*. 

Spring Balaaoaa with Fan, Jnat wbat yea aesd. 

Only 15c. 

Kitchen Tjimps • 
(iranite Co'iking SpOOBS, OskO Ipooas, AO. 
Heavy Hammers. 
Dog Collar*. 

FuU line of Granite, Tin, Gla** and China. 



5 and 10c. Store 

45 West Second Street. 



We Have 

Ksatucky ^Tonder Pok Beam* Stringloa 
Ofscn Pod Bttoch Bsaas aad cvary tUi^ for 
^faidsB. TUs is tbc tfaac to plaalAlM 

. .SWEET 
PEAS. 

We have thctn in bulk; mixed colors. 
Paiuy seed can be sown now. All flower 
seed tested at our green-hotncs* 
FaUaad Dwarf, k bulk. 



C. p. DIETERICH S BRO. 

ti, Maysville, Ky. 



BEST 

BARGAINS 
IN 

DINNER a:^ 
TOILET WARE! 

Lamps, Salids, Gikes^ Chops, Jar- 
ilatteif and a new line of Fire 
Proof Bddag DUiM. 
Sm our 6 aad lOb «0(iattM» 



BROWN'S China F^alaoi, 

NO. 40 Waal Saaaatf tkaaf, 



Ball, Mitchell « Co., 

Manufacturers of 

Pavwitt NiNaldt, CmMmI and 



IPLOWSi 

aad Uawstane Sts., Maysville, Kk 



Dr.AnnaB.Hewins, 

THE liADT DENTIST, \ 

^ toeatod pOTuanentw in IfamlUe when 

ftfK'!f.*'^°r'.»''l''**) P»"<"- A» hind, oi 
hiath cUm t>alnleM denlUtry done in the moet 
rustle and r-"'""""- -"'.5. ™?"» 



itfa*tlo and •cientiflo manner. PRICES RIGHT 



(Mdfllllup 



ii 



-jet V 



